AMENDMENT NO. 2 JULY 2018 
TO 
IS 3818 : 1992 CONTINUOUS (PIANO) HINGES — 
SPECIFICATION 


(Third Revision) 
(Page 1, clause 4) — Insert the following at the end of the clause: 


‘The actual pin diameter shall not deviate from the specified value by more than 


+0.08 mm.’ 
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